Brief comment text:

I am a member of a group that uses Meshtastic devices in instances where the cell service has gone down. This happens frequently and we are in an area that has frequent wild fires. Meshtastic allows us to keep in touch when there is no cell service. Meshtastic operates in the 915 MHz area and would be negatively impacted by this.
